List of S03 EP2 Rage Dorothy Deaths

1. John Selznick - gets punched and killed by Giganta in 2020.
2. David - gets pushes up and killed by Giganta in 2020.
3. Sarah Kimi - gets ripped a half by Giganta in 2020.
4. Jason Kimi & Derek the Dog - gets crushed by Giganta in 2020.
5. Henry Kimi - gets killed by Giganta.
6. Susan - Decapitated by a blade from the head by Giganta.
7. Dr. Anthony Silver - Body crushed by a donut boy statue.
8. Yong Chan - Impaled through the neck by a wood spike.
9. Eric Marshall - Hanging through the wire inside the living room.
10. Ming Chan - Throwing and bashed in the face by a brick.
11. Carl "CJ" Cruz - Slices by a blade from the ribs.
12. J.W. Banner - Impaled through the body by a stone.
13. Luke McCann - gets punches and killed by a building collapse.
14. Unnamed British Waiter - Stabbed in the body by a axe.
15. Unnamed Two French Guards - Shot and blows off himself in the body and arm by a Fallout Plasma gun.
16. Jim - Stabbed in the back by a axe.
17. Unnamed Two Emerald Guards - Crashed through the door.